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122.  Baltimore County Water Company.
POWELL, S. T.   Engineering News, Vol. 65, p. 532-534, 1910,

Cost per 1,000,000 gallons.                                                Filter methods.

Mechanical.  Slow sand.

Interest on investment.............................    $3.16         $4.21

Depreciation.......................................38           1.41

Operation and maintenance.........................      3.77           1.53

Operating management............................      1.21           1.21

$9.12*      $8.36
Operating and maintenance itemized.

Mechanical.     Sand.

Labor, exclusive of chemist.......................    $0.29         $0.17

Chemicals......................................      1.94            .01

Electricity for supply pump.......................        .96           ....

"         " sample pump........................18             .18

" blower.............................01

"         " lighting.............................10

Heating.........................................13           ___

Cleaning, removal of ice..........................        .16           1.17

$3.77         $1.53
Chloride of lime used: 12J- Ibs. per million gallons.

123.  Nashville, Tenn., 1910.

Engineering Record, Vol. 64, p. 337, 1911.

Cost

per Million
Gallons

Sulphate of Alumina..................................      $1.75

Bleaching powder....................................          .08

Analysis of water.....................................          .29

Labor................................................59

Inspecting water-shed.................................          .11

Miscellaneous........................................          .05

$2.87
Cleaning reservoir.....................................   ___.^5

124.  Cincinnati, Ohio.

Engineering Record, Vol. 63, p. 293-294, 1911.

Total purification cost (1910) $4.19 per 1,000,000 gallons, including $1.93
for chemicals. Clear water in storage tank kept protected from microorganic
growth by bleach. Average 8.8 Ibs. chloride of lime per million gallons

* This addition seems to be wrong.